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Message Text 


UNCLASSIFIED 

PAGE 01 STATE 145026 

66 

ORIGIN EPA-04 

INFO OCT-01 EUR-25 ISO-00 SCI-06 RSC-01 /037 R 
66604 

DRAFTED BY EPA:THARRIS 
7/4/74 EXT. 21230 

APPROVED BY EUR/RPM:AKEISWETTER 

012785 

R041707Z JUL 74 
FM SECSTATE WASHDC 
TO USMISSION NATO 
INFO AMEMBASSY PARIS 
AMEMBASSY STOCKHOLM 
AMEMBASSY DUBLIN 

UNCLAS STATE 145026 

E.O. 11652: N/A 
TAGS: NATO, ENRG 

SUBJECT: CCMS: ENERGY CONSERVATION (ELECTRIC LOAD 
MANAGEMENT) 

REE: PARIS 16045 

1. MISSION REQUESTED TO OBTAIN EXPEDITIOUS CONSENT FOR 
IRISH AND SWEDISH OBSERVERS TO ATTEND CCMS ELECTRIC 
LOAD MANAGEMENT MEETING IN PARIS JULY 9 AND 10. 

2. AS INDICATED IN REFTEL, HOSTS OE MEETING HAVE EXTENDED 
INVITATION TO IRISH AND SWEDISH ELECTRIC UTILITY MEMBERS 
TO ATTEND NEXT WEEK’S MEETING. 

3. APPRECIATE MISSIONS PROMPT HANDLING OE THIS MATTER. 
PLEASE REPLY ASAP. SISCO 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channei indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: ENERGY, CONSERVATION, COMMITTEE MEETINGS, ELECTRIC POWER, INVITATIONS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 04 JUL 1974 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE1 45026 

Document Source: CORE 

Document Unique ID: 00 

Drafter: THARRIS 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7401 78-0290 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740774/aaaaclsj.tel 

Line Count: 49 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN EPA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: PARIS 16045 
Review Action: RELEASED, APPROVED 
Review Authority: izenbeiO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 17 OCT 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <17 OCT 2002 by maustmo; APPROVED <14 JAN 2003 by izenbei0> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: CCMS: ENERGY CONSERVATION (ELECTRIC LOAD MANAGEMENT) 

TAGS: ENRG, NATO 
To: NATO BRUSSELS 
Type: TE 
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